Table Rock and Water Reservoir, source of 
Greenville's water supply, affords finest of 
mountain water, tested daily for purity, yet 
so pure that it requires no filtering. 
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C. T. 9—Table Hock, 9,522,000,000 Gallon Reservoir, 
World's Finest Drinking Water, Greenville, S. C. 





